
Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



A MASK FOR CONTAGIOUS DISEASE ATTENDANTS 

Dr. Arthur M. Dannenburg, first lieutenant M. R. C. United 
States Army, publishes in the Journal of the American Medical As- 
sociation, a description of a simple face mask to prevent the trans- 
mission of infectious diseases. These are most frequently communi- 
cated through droplet infection from the oral and nasal passages of 
the infected person. A mask wholly of gauze has proved unsatis- 
factory. The one designed by Dr. Dannenburg is made of a piece of 
galvanized wire mesh, generally used for screening purposes, cut to 
fit over the nose and mouth. The edge is bound with adhesive plaster 
to protect the face from the wire points. A piece of tape is then 
sewed in the center of both sides, directly through the wire. Gauze, 
usually of double thickness, is cut a quarter inch larger than the mask 
and placed on the latter, with its edges turned under to prevent fray- 
ing. The gauze is then sewed on the mask, or fastened to it by brass 
paper clips. The mask is moulded to fit comfortably over the nose 
and mouth and the pieces of tape are brought over the ears and tied 
under the occiput. Cuts of this mask are reproduced here through 
the courtesy of the Journal of the American Medical Association. 




874 




875 



